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1. The tank olant in Kiev (50027'N/30°32'E) was east of the Darnitsa 
railroad station and south of the railroad line to Poltava (49°35'N/ 
34°3L'B). (1) Sone of the vlant installations were destroyed during 
‘the war. However, in 1945 work had already been resumed in the foundry, 
welding shop, assembly shop, anc ongzine department. The vlant was come 
letely restored in 19,7/19L5. A new lathe shop and a ney paricinc shed 
wore added. New worksiop buildings were also built in the area next to 
the plant. Some of the machines, aeooealiy the lathos, were of German 
origin. 


2, Very contradictory indications were supplied on the »lant installations. 
The location of the various departments in the lant arca cannot be de= 
termined from the available sketches, The vlant installations allegedly 
included a foundry producing bogie wheels, armor plates, which were about 
2 meters long, 1.5 meters wide and wo to 260 mn thick, and tank turrets, 
which were 110 em and 30 em high and 16 to 20 mm thick; the slant also 
had.a rolling mill »srecucing armor nisates, 126 mm thiclss an old lathe 

Shop» a new lathe shov, equivoped in mic-19),7 with Gorman saueeece, an 
engine department for installine eizhtecylinder enzines in the tanks; an 
assembly sho? which installed the tant armament y among other thinzs, and 
which had a test stand for engines; and a cd departuent, equinned 

with four lathes, three drilling machines, a heavy lifting crane, and a 
welding shoo with 10 electric wolding appaxtuses including one AZG anna 
ratus for 3230 amperes. (2) Slectric power was suwylied to the slant from 
Kiev, In addition to the existine hich=tension line an underground cable 
is said to have boen laid from the olant to Darnitsa in the srimer of 19h0, 


3. Richt after the war the olant only did repair work on tanks. Since early 
197, the construction of new tanks has also been reported. About 120 to 
150 new Teluy tanks, a further develoonent of the T=3)i, were built monthiy 
up to July 198. (3) Sach month the slant rerairod 60 to 80 tanks, mostly 
Ta3hs > but also JSs and self-propelled guns, The plant was swoplied with 
steal ingots, structural iron, scrap and also with tank parts including 
tank chassis, armor olates, tracks, ball bearinvs, ensrines and guns. 
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Between 2,000 and 3,000 workmen were reportedly employed in the olant. 
Only some few German Pius were allegedly employed in the »oroduction depart~ 
ment. Viork was done in three eight-hour shifts. (4). 
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| See umex I for a sketch indiceting the location of the tank slant. 
2) See. ‘nex 2 for a sketch of the ongine shop, 
(3) vee ‘mex 3 for teclmical data oa tho tanks produced in the Biov Plant, 
It is not clear what kind of fucl was usod by the: tank. The small fuol 
tank presumably ha’ pucoline for the starting envine, while Diesel fuel, 
filled in the two 150-Liter containers, was used for the normol operation 
of the onzine, Tho armor dlating has boen considerably undercstinatod, 
(4) It can be inferred fron the indications sudplied on the slant installations 
that the oarts needed for tank construction are not mamuactured in the >lant 
itself, This is also confirned by the rovorts on incomin” Shinnents of sarts, 
The existence of a rolling mill is doubtful. the installation so deseribed nay 
be a dressin: cepartnent for armor plates. The plant is oresunably a contral 
assembly plant for tank parts orodueed in a great nutber of Ukranian >lants, 
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